HEBER FIRST WARD 


Robert Duke. former bishop of the Heber East Ward, was sus- 
tained as the first bishop of the new Heber First Ward. Before the 
reorganization of the ward, Bishop Duke had officiated at the laying of 


The old Heber First Ward Chapel dedicated December 0 1915. 


